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No. 4] NEW DELHI, SATURDAY, OCTOBER 6, 1956 


RnNISTBT OF DEFENCE 

NOTIFICATION 

S.R.O 4/E, dated 6th October 1956.—In exercise of the powers conferred by 
Sub-Secti m (T'> of Section 2 of the Armed Forces (Emergency Duties) Act 1947, the 
Central Government hereby declare that the sei vices connected with the Water 
Works and Electricity Departments of Hvderabad City shall be deemed to be 
services of vital importance to the community with effect from the 6th October, 
1966. 

B. N. VARMA, Jt. Secy. 
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